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v i Laboratory Instruments for Speed and Accuracy 
(e) 18301 PAGE MILL ROAD, PALO ALTO, CALIFORNIA 
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02-0h— | 61 69 06 aAFa3 600 45hEL j 
SHIPPED ViA : WAYBILL NUMBER [PART R] INVOICE DATE aa ET “INVOICE NUS “ NUMBE = 
09-28-61] COLLECT TRUCK - _|_ 75986 EC 09-861 eCzouw 
an ee TERMS HP. ORDER NUMBER? 
NET 30 02198 
MODEL NUMBER DESCRIPTION UNIT PRICE fas A MoU NT G = 
ol 218 AR OF GI TAL DELAY GENERATOR 2006 0 2eCO ut © 
SERIAL 475 | : 
02 219 B OVAL “ULSE UNIT | 450,00 450,06" 
SERIAL 400 | | 
-LUB CAL: FORNIA SALES TAX ! es 
2548.06 7. 
The above equipment was procured under | AF33(600)434 
and therefore not subject to California a 
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SELLER REPRESENTS THAT THESE GOODS WERE PRODUCED IN COMPLIANCE WITH ALL APPLICABLE REQUIREMENTS OF SECTIONS 6, 7 AND 12 OF T:#E FAIR LABOR STANDARDS A:T, 
AS AMENDED, AND OF REGULATIONS AND ORDERS OF THE UNITED. STATES DEPARTMENT OF LABOR ISSUED UNDER SECTION [4 THEREOF: | 
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